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Date: 10-12-2021 
Age Group Wise COVID-19 Confirmed Cases* 
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*the data is taken from I12AM to 12 AM on each date, and will slightly vary from the Health 
Bulletin (in which data usually taken from 5PM to 5PM). 
“confirmed Positive is taken from ICMR database. 


